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ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 /024W 

005725 

R 261433Z SEP 75 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 3524 

UNCLAS PARIS 24934 

E.O. 11652: N/A 
TAGS: OGEN TBIO FR 

SUBJECT: FDA ADVISORY - DEFECTIVE DEVICE 
REF: A) STATE 194345; B) PARIS 21555 

1. REFTEL A REQUESTED POST CONTACT PARIS LABO, FRENCH 
DISTRIBUTOR OF THE COLEMAN 124 SPECTROPHOTOMETER 
MANUFACTURED BY NAKA WORKS OF HITACHI LIMITED, 882, 

ICHIGO, KATSUTA, IBARAKI, JAPAN. 

2. RE REFTEL B, PARIS-LABO NOW STATES THAT THEIR FIRM 
NEVER HANDLED COLEMAN 124 SPECTROPHOTOMETER AND ADVISED 
US THAT PERKIN-ELMER IS FIRM HANDLING THIS PRODUCT. 

3. POST CONTACTED MR. WILLY, ADMINISTRATIVE MANAGER, 
PERKIN-ELMER FRANCE, WHO STATED THAT PERKIN-ELMER 
NEVER IMPORTED THE COLEMAN 124 SPECTROPHOTOMETER. 

4. WASHINGTON REQUESTED TO CONTACT PERKIN-ELMER, 

OAK BROOK, ILLINOIS, TO DETERMINE WHEN PRODUCT WAS 
FORWARDED TO FRANCE AND TO WHICH COMPANY. 
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